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1. SY/T WILL BEGIN PREPARING REQUISITIONS FOR THE PURCHASE 

OF WALK-THRU METAL DETECTORS, HAND-HELD METAL DETECTORS AND 
CABINET-TYPE X-RAY MACHINES WITHIN THE NEXT SEVERAL WEEKS. 

2. IN TWO COLUMNS, ADVISE (1) OUTSTANDING REQUESTS AND 
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(2) ANTICIPATED REQUIREMENTS FOR THE FOLLOWING TYPES OF 
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EQUIPMENT: 

A. WALK-THRU METAL DETECTORS, 

B. HAND-HELD, WAND-TYPE METAL DETECTORS FOR BODY SEARCHES. 

C. CABINET X-RAY MACHINES, SUCH AS FAXITRON AND TORREX 
EQUIPMENT. 

3. ADVISE ANY EQUIPMENT YOU FAMILIAR WITH THAT SHOULD BE 
CONSIDERED IN PLACE OF OR IN ADDITION TO THESE ABOVE TYPES 
OF EQUIPMENT. KISSINGER 
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